Message 


From: Hanchett, James (DPH) [/0=C0MM0NWEALTH OF MASSACHUSETTS/OU=MASSMAIL- 

01/CN=RECIPIENTS/CN=JAMES. HANCHETT] 

Sent: 8/28/2012 1:37:58 PM 

To: Burns, Nancy (POL) [/0=C0M MON WEALTH OF MASSACHUSETTS/OU=EXCHANGE ADMINISTRATIVE GROUP 

(FYDIBOHF23SPDLT)/CN=RECIPIENTS/CN=Nancy.burns640] 

Subject: Shower Testing 


Hi Nancy, 

I got in touch with the personnel in UMass Environmental Health & Safety who test the safety showers. They can 
test twice per year and loan us the equipment for the other times. The last time showers where test was 4/18/12 and 
we are due in October for another test. Do you want me to try to get on your quarterly schedule September, December, 
March and June? 


Jim Hanchett 

Department of State Police 
Amherst Drug Lab 
Room N251 Morrill I 
637 North Pleasant Street 
Amherst, MA 01003 
Phone 413-545-2607 
Fax 413-545-2608 
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